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4. Separate water-closet accommodations for each sex, approved by the 
department of health, must be provided, constructed, and maintained so as not 
to cause a nuisance or to contaminate the water vsed by bathers. 

5. Proper and adequate facilities, approved by the department of health, 
must be provided for sterilizing bathing suits, towels, shoes, stockings, caps, 
or other articles which may be used by or hired to patrons of the establishment. 
All such articles that have been so hired or used must be sterilized before again 
rehiring or permitting the use of the same. 

C. Bathhouses and the premises on which the bathing establishment is located 
must be maintained in a cleanly and sanitary condition. 

7. The rules of the department of health governing bathing establishments 
must be kept posted in a conspicuous place in said establishment. 

Camps — Sanitary Regulation. (Reg. Bd. of H., Apr. 21, 1914.) 

1. Water supply. — (a) An adequate supply of drinking water must be pro- 
vided on camp grounds; at least one tap provided for every four tents; said 
taps must be so arranged as to be easily accessible to occupants of tents. 
Water from wells other than public water supply can not be used without a 
permit from the board of health. 

2. Disposal of waste liquids. — (a) Waste liquids shall be disposed of so as 
not to create a nuisance. 

3. Privy accommodations.— (a) Sewer-connected, water-supplied, properly 
flushed water closets shall be provided where sewer connections are possible. 

(6) Where sewer connections are not possible, dry-earth system must be 
used. 

(c) Where dry-earth system is used the privy house and appurtenances shall 
be so constructed that the platform on which privy cans are set shall be at least 
4 inches above the surface of the surrounding ground ; said platform to be of 
nonabsorbent material. 

(d) Privy house must be provided with sufficient seats, and seats must be 
provided with tight covers and closed when not in use. 

(e) Privy houses must be constructed and arranged so as to prevent satura- 
tion of same by filthy liquids. 

(/) Privy houses must be adequately ventilated and properly screened and 
protected against flies. 

4. Garbage and refuse disposal. — (a) All garbage and refuse must be stored 
in metal cans with tight covers. 

(&) Garbage must be removed daily from premises before 8 a. m. 

5. Premises on which tent, camp, or bungalow is located must be owned by 
applicant, or proof furnished that premises are occupied by permission of or 
under lease from owner. 

Stationary Pool Baths Using Water Other Than River Water — Sanitary 
Regulation. (Reg. Bd. of H., Apr. 21, 1914.) 

Stationary pool baths using water other than river water must comply with 
the following requirements before a permit to maintain a bathing establishment 
will be granted by the board of health : 

1. The pools, plungers, and mikvers must be emptied daily, and the bottom 
and side walls of same thoroughly scrubbed before refilling. The water of the 
pool must be maintained in a condition suitable for bathing purposes at all 
times. 

2. Adequate toilet accommodations and shower baths approved by the de- 
partment of health must be provided. 



